SKS-45 


& 


Semi-Auto Carbine 

7.62 x 39mm 


Instruction 

and 

Safety Manual 


Please Read This Booklet Carefully 
Before Using Your Weapon 















LOADING THE SKS 







SIGHT ADJUSTMENT 










CLEANING PROCEDURES 


After checking to make sure that the chamber and 












ACCESSORIES 
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